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BILL NO. S-74-04 




SPECIAL ORDINANCE NO. S- v5'7~ 7 7 _ 

AN ORDINANCE approvinq contracts for materials 
for Liqht Construction. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 

INDIANA: 

SECTION 1. Certain contracts dated March 21, 1974, between the 
City of Fort Wayne, by and through its Mayor and the Board of Public Works, 
and the following: 


Graybar Electric - P.0. #3815 

840 Lin. Ft. Copper Wire 750 MCM 
120 Lin. Ft. - 1000 MCM Cooper Wire 


2,369.59 
451.45 


The Okonite Company - P.0. #3816 

25,200 Lin Ft. I/C 350 MCM CoDoer Network 

Cable 47,041.80 

The Okonite Company - P.0. #3791 

5000 Ft. 1/0 Copper 5KV insulated cable 12,465.00 

TOTAL $62,327.84 

all as more particularly set forth on said CITY UTILITIES PURCHASE ORDER 
NUMBERS which are by reference incorporated herein and made a part hereof, 
are hereby in all things ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and effect from 
and after its oassage and aoproval by the Mayor. 


""A 


77 ^ 


f' y 


COUNCILMAN 




APPROVED AS TO FORM 
km LEGALITY^ 

“city attorney 














Read the first time in full and on motion by 


., seconded by 


\„ and duly adopted,, read the second time by title and referred 
to the Committee o n C- JZtj (and-4bft-X!itv Plan 

at the™ 60 mcd±~CBMBefs^ City-County Building, Fort Wayne, I n diana, on 
the- 



o 1 clock—PsMrjStSTT*. 
Date? 


CITY CLERK 

■ . 

00 


Read the third time in full and on motion by _ 

seconded by __. -- and adopted, placed on its passage. 

Passed (jCCST) by the following vote: 


AYES 

, () '■ 

NAYS Tf , ABSTAINED 

, ABSENT 

to-wit s 

BDRMS 

f 7 ,. 




HIMGA 

/ 




KRAUS 

v 




MOSES 





MJCKQLS 

\S 




SCHMIDT, D. 

V . 




SCHMIDT, V. 

// 




STIER 

■0 

\/ , 




TALARIGO 

l/ 





DATE: 


H§ 



CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 

as (Zoaiag4fa.p>-(-Generai'>.-(-Annexation) (Special) (Approp-riation) Ordinance 

(Resolution) Mo. .dJ $ / ' 7 < / on the . > day of , , /I _ ? 197 






ATTEST; 


(SEAL) 


f 






CITY CLERK 


Presented by me to the Mayor of the Gity of Fort Wayne, Indiana.,., on the 
day of__ 1 ■ si- -<■ ; ...., 197 / _, at the. hour of f b ’-clock 


PRES ID IMG OFFI CER' 

- ?v:#- 

i*f 


// 


M . ,E.S»T« 


Approved and signed by me this 




f-A'f 

uni CLERK 

_ , 197 ' . 


30 


day of 


at the hour of // Vi o- 


clock 


A, 


M.jE.S-T 


tf 














































































































S-74-04-18 


Bill No. 

REPORT OF THE COMMITTEE ON CITY UTILITIES ■ 

We, your Committee on _ City Utilities _ to whom was referred an Ordinance 

approving contracts for materials for Light Construction 


•<* 


have had said Ordinance under consideration and beg leave to report back to the Common 







































THE CITY OF FORT WAYNE 

board of public works 



The Common Council 
Fort Wayne, Indiana 


Gentlemen and Mrs. Schmidt: 

Attached are copies of City Utilities purchase orders in total amount 
of $62,327.84 for materials to be used by Light Construction. 


Due to the long lead time on these items, we request a "Prior Approval" 
on these purchase orders. 

Purchase orders will be submitted to the Common Council Tuesday, April 
9, 1974 for formal approval and ordinance number. 



JDB/ss 

Attachments 



MEMBERS OF THE COMMON COUNCIL 


























































































Quotations received on the following items: 

840 lineal feet of 750 MCM, 61 strand, bare 
copper wire in one length 


United States Steel 

Ko Bid 


Griffin Electric 

$3291.33 

Stock subject 
prior sale 

Graybar Electric-' 

$2369.59 

End of April 

General Cable 

Ko Bid 


03-conite Company 

Ko Bid 



120 lineal feet of 1 
bare copper wire in 

me rr* 

,000 fist, 61 

one length 

stra nd, 

United States Steel 

Ko Bid 


Griffin Electric 

$627.06 

Stoclc subject 
prior sale 

Graybar Electric 

$451.45 

End of April” 

General Cable 

Ko Bid 


03-coni te Company 

Ko Bid 



,®DW 'CDIF' CFCDUBTr M/CME 


m it m W 11 m 


la 1 I ¥ 1J I I LI If 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
HUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA, 46802 






The Okoni+e Company 
390 1 Heat)ows 0 r . , 0-2 
Indianapolis, Indiana 



ORIGINAL 

PURCHASE ORDER NO. 


Q € 




This number must appear on each pack 
age, packing slip, invoice, bill of lading 
express receipt and correspondence. 

dat e_gjT-CjtJt— 2L1_,_LLL2A, 


a A 


/ ■ * 


fib 


SHIP 


O 


Lioht Construction (Sub station) 
1701 $. Lafayette St. 

F t . VI a y n e , Indiana 


'mail all INVOICES TO if • 

- CITY' UTILITIES 

GENERAL ACCOUNT IMG 
4th FLOOR CITY-COUNTY BUIiDIMG 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 
INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUM' 


QUANTITY 

RECSIIVEO 


QUANTITY 

ORDERED 


9 S 9 


)0 L in. Ft. - 1/1-350 MCM, 37 Strand, Coated 
Cooper Network Cable, .095" Buna Ruooer 

065" Neoprene Jacket, 0O0 /y» i . 


DESCRIPTION 


>pp 

I n s u ! d i 1 o n j v , _ . t ^ „ 

( A I to rn ate insula 1“ I ons in ust meet app ! i c 
ASTLi anc! I PCEA Specs, Jacket must be as 
Specified,) Color Cod ad, Red-Green & 
Block. To FSe Paralleled w i th one (1)^ 
2300 5 L ength of each color, on each or 

t h r 3 e ( 3 ) R eels. 

Maximum Reel size to bo 34", 


Paralleling, Charge $23.00/Reel 

|*i o t e : Para I led L, e n g t h s a, r e v ery i rn por 
0 e 1 i v e |y : 3 7 VI e e If s 

Prico-in Iffeet +ime of shipment- 
SU EJECT TO C0U 


ACC’T. OR 
W.O. NO. 


El 54 o 0 


2 


> l e 


UNIT PRICE 


I 8 6 4.00 


/ rn 


46,97 


IT 


1 LI-iAU 1 C APPROVAL 

Send 


fj\ f 

t%. I 

a!'. my, 

/.i.. i i i 




V'- *: 


C: 


r c ... 

f L~ V 

ces to 
or. CifyV 
1 E, Mai 
corl Wayne, ln< 


r u 

S b t lyv B. E 1 

and Invo 


374-as 


», Humber 
% 


ss 2 V 

5 •i 

F v> 

snore’ 
;oun«v B s 




o 


iana St® 
on Bar 


■wont ns 


tf , terms OF PAYMENT MUG 8L SHOWN ON FACE OF INVOICE. OTHERWISE t / !SCO ' J y 


BY- 


:PURCHASING AGENT 


K$\ 

f >/'/ / 

r Tt r f" 


ftlJRIF.CT TO CONDITIONS ON REVERSE SIDE 


KnnM t».»sa 












































































Quotations list 
following item: 


United states S 
Griffin Electri 
^Graybar Electri 
General Cables 
Okonite Company 


ed below were received on the 

25,200 LIN. FEET of l/C, 350MCM, 

37 strand, coated copper network* 
cable, „095" buna rubber insulation, 
.065" neoprene jacket, 600 volt, 
color coded: red, green, black. 
Paralleled with one 2800 foot length 
of each color on each of three reels. 
Maximum reel size to be 84" 


teel i 

$48,888.00 

20-22 weeks 

c: 

63,478.80 

26-30-weeks 

c: 

57,997*50 

Third quarter 
1374 


No Bid 


s 

46,972.80 

37 weeks 


*N0TE: 30 t 000 foot minimum order required 


QBDT'W .®IA [P®®V wrovrais 


OSSUi'WAi 

PURCHASE ORDER NO. 


3134 


11 


i '£ ! 'A 

IS» 


DEPARTMENT OF PURCHASES 
ROOM 950 CITY -COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 


This number must appear on each pad 
age, packing slip, invoice, bill of iadinj 
express receipt and correspondence, 

wtf 11 a tic h 2 L,—LTLZ_4_ 


|— 


T h c Sfpfl i t e C o rn p a n y 


500 1 Itsadoy/s 
1 n d i a n a p o I i s , 


Dr 


? 


n diana 


L 



SHIP TO 


Ligh+ Construct 1 on 
■170 1 S» Laf ayetto PSt. 
Ft. Wav nc } i no i cjna 


hi A11 ALL iNVpH 

CITY UTILITIES 

GENERAL ACCOUNTING 

4 til FLOOR city- county building 
number one east main street 

FORT WAYNE, INDIANA 4 &S 02 
invoice in duplicate, INCLUDING 

CERTIFICATION AS REQUIRED B : ¥ 1 
INDIANA STATE BOARD Of ACCOUNTS 


QUANTITY 
• RECEIVE D 


QUANTITY 

ORDERED 


description 


SO 00 


. 1/0. cooper f SrJ insulated cable,, 

„I/G d!/0 A LS Strand copper, strand 
10 mils XLPE insulation/ 90°C, cabled 

RVC Jac, overall, 5KV non- 


sr 


wit h fill?r s ? r 
sh S e 1 decl 

D.e live r y ; A 2 tf e & k s t F r e i g | i Alio w e d , 
P r ice in 1ff«ct, Iirao of 0hipment 
SUSdECT TO COURC I LU AN 1C APPROVAL 


Send rf* 
4t 


ACC'T. OR 
W.O. NO. 


E l 54.0 


UNIT PRICE 


49 : 


; 00/ 


1 2,4 6 S 


B 09 


i:-V - •, 

\\ h 0,3 ' 

I < A- I 


oices t 
C 


Srw 
i FtOiT 
1 


50 / 1 &- 


Show 

acci < 


Fort VYa'i.os- 
' 5 tS, 0 • 


9 •• ’ 4 

>: 5 


2 V 2 
•i w 

o 

MliiiT §0 

, mMi 


AI 

/\C ■A 70 ‘AT 


! | OT 03 




BY_ 


Sjt DiiOS. 0 . A ; A L ; 


NOi& VflWto or PAY; AHT MUST A SHOWN ON T-ALA OP AVGiCL. OTHckWi^/. 2 A ^ ° f? 

0 .. -1/4 f 

- IES PURCHASING Ags NT £ 


CITY UTILITIES 


ECT to conditions on reverse side 


FORM U-S» 
































































The quotations listed below were received for the 
following item; 5,000” of 1/0 copper, 5KV insulated 

cable» 3 - 1/C, 19 strand 

copper, strandshielf, 110 mills XLPE 
insulation, 90 degree C, cabled with 
. fillers, PVC' jacket overall, 5KV 
non-shielded, 


Griffin Electric; 
^Graybar Electrics 
The Okonite Company’s 
General Cables 
United States Steels 


No Bid 
$42,080 0 00 
$12,465,00 

No Bid 
No Bid 


Fourth Quarter, 1974 

42 Weeks 


*The manufacturer ox the cable quoted by this comoany 
specified a 10,000 foot minimum order. 



V & 


) 



Atimn. Appr 


DIGEST SHEET 



TITLE OF ORDINANCE: _C ity Uti lities Purchase Orders No. . 3.81.5 ■> .381.6. 3791 _ 

DEPARTMENT REQUESTING ORDINANCE:_ Board of Public Works _ 

SYNOPSIS OF ORDINANCE: Request approval of purchase of materials to be used by 
Light Construction Department (inventory supplies). 

"Prior Approval" letter attached. 


EFFECT OF PASSAGE: Will have materials on hand. 


EFFECT OF MON-PASSAGE: Will not have materials in inventory. 


MONEY INVOLVED (Direct Costs, Expenditures, Savings): 

Total Cost to City Utilities: $62,327.84. 






































